FOREWORD TO THE ENGLISH
TRANSLATION
THERE is some slight variation between this translation
and the original French text.
1.   Some printers' errors have been corrected,, some
quotations which were previously incomplete or imper-
fect have been amended, and two dates which had been
wrongly cited are here set right. But none of these altera-
tions (about 40) in the original French text of 218 pages
modify the work in any way or touch upon any essential
point.
2.  In the French text the references and notes at the
end of the book refer the reader for the most part to the
French translation of official and other sources; but it
has in the present volume seemed more convenient to
give the references to the documents in their original
form.